PME RESEARCH: LABORATORY, JULY 1980 


PROJECT TITLE 
PERIOD COVERED 
WRITTEN BY 


ANALYTICAL INVESTIGATIONS 
JUNE 30: - JULY 25, 1980 
E. LECOULTRE 


1 


TRIACETIN 

A 200 g triacetin sample containing 25 % of GPD (glycerol- 
proplonate-diacetate) was prepared (1) and has been sent 
to Product Development for further evaluation (2)'. 

MLF cigarettes containing: GPD in concentrations of 1,1 %, 

1,35 % and 1,90 % were tested by Panel A. The trial with 
1,35 of GPD is the closest to the control. As far as the 
taste direction is concerned, we are in line with the control (3). 
However, the cleanliness of the additive has to be improved. 


CF ANALYSIS 

With regard to the possible liberation of coumarin on tobacco 
in Germany by the German Federal Health' Office, a large number 
of European brands is presently being analyzed for CF using gas 
chromatography 04)'. Problems associated with the method, e.g. 
insufficient clean-up (5), interference of CF peak with impurity 
peaks and reproducibility of results, have been solved by impro¬ 
ving extraction and clean-up steps and using dihydrocoumarin as 
internal standard. The investigation of the procedure is complete 
and a special report will be written. . 


NEW EMPLOYEE 


Miss Catherine Landry, Chemical Technician, joined the Analytical 
Research' Group on 1st of July. 
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